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1. This will confirm to you that the 1 

|of this Branch presently oc cupies 2200 square 
feet of space at I ~l The move from the 
12th floor was made about the end of January. 
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2. It is anticipated that subject office will continue 
to occupy these quarters for at least the first quarter of the 
next fiscal year. 


A/ 


Executive Officer 
Contact Branch 
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